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The ^nercd suih^dct discussed was 
laodlflcatlon of ijie HT-4 tareosalttev* Specific iteos covered vero l^e 
foUoirlug: 

X» Proposed frcsrt p«a»l. %ihich uas ax^roved. 

2. Xt had been previously reported that the AC volt aster In 
the SSA- trnnffiedtter tmSL been giving erroxsous readings. IQie aster 
in use ie a ruggedlsed version a ir<m vane laoveuent Banufactured 
by the Hartoxv Coi^any* The sales Mtcantture dstcrihes ^Is as being 
a very goc^ taster; hoesver^ reports indicate these tasters have given 
erroneous readings. Xh lookii^ throue^ mnufacturers brodtttrts for 
a possible replaceaent loeter it was detensised the average good 
quality meter vroold cost apprcndmately ten dollars, ho definite 
decisi^ Mm made cotutersing the zepiacetaent of the Marion meter. 

^riXl amx&i iim available sales literature and recoiaaind 
a replacement xaster. We in turn sill check furth^ into reports eon* 
<a!mhag the Msrion type tasters to try to determine if this meter should 
be replaced. 

3. sii^gasted solution for eliminating the arcing of 
the contacts on reXe^ RY*3» the plate pouer relay, vas to have these 
contacts complete the actuating coil circuit of a heavy duty plunger 
type relay having four sets of contacts whltdi will reduce the arc by 
distributing the pastes swjong the four ctmtacts. Xt is proposed to 
mount this relay on a small bracket at ^le rear of the HT-h power 
supply. 

h. The small cooling fan has been reiaoved from the BT*4 nov 
undfir*going tests. Piscussiona Here held conceding mam to cool 
the final as^jliflei' tJd»s with the one large fan left in the trans* 
rdtter. Zt ir^ suggested that several holes be drilled in the 
bottom cover of the cca^eartaawt where the final tube sockets were 
located. In this manner air would be drawn alcmg the sides of the 
tubes and e :^u8ted out of -ttie taanBBitter by the large blower fim. 

will make heat runs to determine the qtBlity of this air 

cooling. 

5. 1 I reported Investigation had shown the Varlac is 

largo eno«^ to handle the extra power required for the BS). Power 
input switdiing will have to be changed slightly in order to supply 
power to the B50 avm at all times* 
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SGBJEffJH firlp Rdp(»rt to 


6» his oscporieiMe concomiog bad Hoyiag 

wvo foemin otteapt to duplicate the condltlca» voider 

which thle bed iseyjjagehcsra op. dheee are to run the ^aamitter, key 
It with a ditter, and obBerve the wave fora on a acope. After o period 
of tlne^ one or two hovo^, the keying wave foam staertB to show tails . 

related j^rsii8Si<wi to use the HSi4 transiBitters 
in a "han Shack” to get operational test coBsaents frcxn scae of the 
engineers wh o operate as aaatetoa. fhis approval was a^ven, in this 
cjajnectloni ^retoosted that we oj^pedlte ^ipme nt of th« s ix 

acre t^ansaitters to be sa^if ied under this task. will 

investigate e^ipedltlng the prooureaent aesKSTandum conceiraing these 
tranffisitters. 
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Six acare the thsraostats have been re(|uested to be delivered 
to be placed in ^ six BiOs whi*^ win be used for 
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